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TRANSMISSION OK 


TX/RX NO 

RECIPIENT ADDRESS 
DESTINATION ID 
ST. TIME 
TIME USE 


0209 

914108951921 

03/19 14:07 
04‘07 


PAGES SENT 


8 


RESULT 


OK 


FACSIMILE 


TO; Name 

Company 
Fax No. 


Annette Baird 


Philip Morris USA 

410-895-1921 


FROM: 


Phone: 

Fax; 


Valerie King _ 

Philip Morris TJSA^ Woridicide Scientific Affairs, Richmond, VA 

804/274-3906 _ 

804/274-2891 


DATE: 


FRIDAY. MARCH 19. 2004 


PAGES TO FOLLOW; 




This facsimile transmission (and/or the documents accompanying it) may 
contain confidential information belonging to the sender. The information 
is intended only for the use of the addressee or entity named above. If you 
are not the intended recipient, yon are hereby notified that any disclosure, 
copying, distribution or the taking of any action in reliance of the contents 
of this information is strictly prohibited by law. If you have received this 
transmission in error, please immediately notify us by telephone to arrange 
for (be return of the documents. 
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